

















Extension granted per 
application ref. P/2017 


ion under previous 
dated 25.08.2017. Existing Covered Loading Bay Existing Bottling Plant Proposed Storage Extension 









South Elevation 








Existing Tank Farm & Bottling Plant Proposed Storage Extension Existing Storage Buildings 





East Elevation 











: Approximate Outline of Existing Storage Buildings 
Proposed Storage Extension (supermarket and fuel filling station not shown) 





North Elevation 


A 28.07.20 Boiler Room added to proposal and changes as 
discussed with Client. PD IT 
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